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Section 3.2.5.8 On-Site Power Generation 


The geothermal system on Workbar will be kept active but separated from the remainder of the 
development. 


The existing solar array on the roof of Workbar and Building 1 will be modified during the 
redevelopment process. The extent of the modifications will be determined by the proponents. 


END OF SECTION 


